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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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FOREWORD 

This Indian Standard (First Revision ) was adopted by the Bureau of Indian Standards on 
3 October 1989, after the draft finaiized by the Assembly Hand Tools Sectional Committee had 
been approved by the Production Engineering Division. Council. 

This stnadard v^as first issued in 1971. While revising this standard, nominal sizes IE, 21 and 
34 mm have been included^because of^ts^ popular nsi^in th& "S^Tjpt^;^ ^^ence of latest IS 2027 ; 
1980 'Widths across flats for spanners and sockets ( second revishfTf and-lS 6131 : 1980 'Technical 
requirements for hand-operated wrenclxes ( spann^s ) and sockets ( first revision )' have also been 
incorporated. 

For double ended ring spanners, reference may be made to IS 2029 : 1981 'Specification for ring 
w^renches (spanners) ( second revision ).' 

While revising, considerable assistance has been taken from DIN 3111: 1982 'Box wrenches, single 
end, test torques Series A', issued by Deutsches Institut fiir Normung ( DIN ). 
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Indian Standard 

SINGLE ENDED RING WRENCHES 
( SPANNERS ) — SPECIFICATION 

( First Revision ) 



1 SCOPE 

1 1 This standard covers the requirements for 
single ended ring wrenches ( spanners ), con- 
forming to test torque Series A or Series B as per 
IS 6131 : 1980 'Technical requirements for hand- 
operated wrenches ( spanners ) and sockets 
( first revision )'. 

2 REFERENCES 

2.1 The following Indian Standards are neces- 
sary-adjuncts to this standard: 



IS No. 

IS 1570 
( Part 2 ) : 



1979 



IS 2027 : 1980 



IS 3749 : 1978 
IS 6131 : 1980 



Title 

Schedules for wrought steels : 
Part 2 Carbon steels ( un- 
alloyed steels) {first revi- 
sion ) 

Widths across flats for span- 
ners and sockets ( second 
revision ) 

Tool and die steels for cold 
work ( first revision ) 

Technical requirements for 
hand-operated wrenches 

( spanners ) and sockets 
( first revision) 



3.2 Tolerances on width across flats shall be in 
accordance with IS 2027 : 1980. 

4 MATERIAL 

4.1 The wrenches shall be manufactured from 
suitable alloyed or unalloyed steels meeting the 
requirements laid down in 5. 

Suitable Examples : Steel designation 45C8 con- 
forming IS 1570 ( Part 2 ) : 1979 and T50Cr4V2 
of IS 3749:1978. 

5 HARDNESS, WORKMANSHIP AND 
FINISH, PRESERVATION AND PACKING, 
TESTS, SAMPLING 

5.1 These requirements shall be according to 
IS 6131 : 1980. The torque test shall conform 
to Series A or Series B of IS 6131 : 1^80. 



3 DIMENSIONS 

3.1 Dimensions shall be as given in Table 1. 



6 DESIGNATION 

6.1 A single ended ring 
nominal size 30 mm and 
be designated as follows; 



wrench ( spanner ) of 
torque Series A shall 



Ring Wrench 30A IS 6379 
7 MARKING 

7.1 Wrenches shall be legibly and indelibly 
marked with the nominal size and manufac- 
turer's name, initials or recognized trade-mark. 
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Table 1 Dimensions for Single Ended Ring Wrenches ( Spanners ) 

( Clause 3,1 ) 



120 








I 



All dimensions in millimetres. 



ffoainal Size* a 
S Max 

18 12 


b 
Min 

29 




1 


Max 

175 


Min 
155 


19 12 


30 


180 


160 


21 14 


33 


195 


175 


22 14 


36 


200 


180 


24 16 


38 


220 


200 


27 17 


42 


240 


220 


30 19 


46 


260 


240 


32 20 


49 


270 


250 


34 20 


53 


280 


260 


36 23 


55 


300 


270 


41 26 


63 


340 


310 


46 28 


71 


370 


340 


50 29 


77 


420 


370 


55 30 


84 


450 


410 


60 31 


92 


480 


440 


65 33 


98 


520 


470 


70 36 


106 


560 


510 


75 39 


114 


600 


550 


80 41 


122 


630 


580 


85 44 


130 


670 


620 


90 47 


136 


710 


660 


95 47 


145 


710 


660 


♦Nominal size is the width across 


flats of the ring spanner. 







Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of the Indian 
Standards, Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark on 
products covered by an Indian Standard conveys the assurance that they have been produced 
to comply with the requirements of that standard under a well defined system of inspection, 
testing and quality control which is devised and supervised by BIS and operated by the pro- 
ducer. Standard marked products are also continuously checked by BIS for conformity to 
that standard as a further safeguard. Details of conditions under which a licence for the usj 
of the Standard Mark may be granted to manufacturers or producers may be obtained from 
the Bureau of Indian Standards. 



Bureau of Indian Standards 

BIS Js a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of 
goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in 
the course of implementing the standard, of necessary details, such as symbols and sizes, type or 
grade designations. Enquiries relatingto copyright be addressedto the Director ( Publications ), BIS. 

Revision of Indian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if any, 
are issued from time ^o time. Users of Indian Standards should ascertain that they are in possession 
of the latest amendments or edition. Comments on this Indian Standard may be sent to BIS 
giving the following reference : 

Doc : No, PE 05 ( 4823 ) 

Amendments Issued Since Publication 

Amend No. Date of Issue Text Affected 



BUREAU OF INDIAN STANDARDS 

Headquarters : 

Manak Bhavan, 9 Bahadur Shah Zafar Marg, New Delhi 110002 

Telephones : 331 01 31, 331 13 75 Telegrams r'Manaksanstha 

( Common to all Offices ) 

Regional Offices : Telephone 

Centra! : Manak Bhavan, 9 Bahadur Shah Zafar Marg 
NEW DELHI 110002 

Eastern : 1/14 C.l.T. Scheme VII M, V.l.P. Road, Maniktola 
CALCUTTA 700054 

Northern : SCO 445-446, Sector 35-C, CHANDIGARH 160036 

Southern : C.LT. Campus, IV Cross Road, MADRAS 600113 

Western : Manakalaya, E9 MIDC, Marol, Andheri ( East ) 
BOMBAY 400093 

Blanches : AHMADABAD. BANGALORE. BHOPAL. BHUBANESHWAR. 
COIMBATORE, FARIDABAD, GHAZIABAD, GUWAHATI. 
HYDERABAD. JAIPUR. KANPUR. PATNA, TRIVANDRUM. 
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